TATE
CABLE-FED
PETROL-ELECTRIC
DIESEL-ELECTRIC
Sizes 7J cwts. to 5 tons.
For use in Sheds, Warehouses, Goods Yards, and on Docks, Quays, etc.
Machine illustrated is 5-ton size Type R.L.H.E. Petrol-electric Crane, equipped with driver's cab.
.AMIES TATE & COMPANY
Victory   Works---------------BRADFORD